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NEW DEVELCO CO, CONTROL UNIT 
FOR HOT-COLD CHAMBERS 


FEATURING UNIQUE DEVELCO-PULSE 
FOR CLOSE TEMPERATURE CONTROL 


Convert your low temper- 
ature chamber or oven to 
liquid CO. cooling. 


CONTROL UNIT contains complete controls for liquid CO» 
cooling and electric heating. Precise temperature control is 
now made possible by DEVELCO-PULSE. Plug-in connections 
for thermostat, fan, and heaters. Basic unit available with dif- 
ferent types of thermostatic controls to meet users require- 
ments. 


DEVELOPMENT ENGINEERING CO., INC. 


9 Cross Street « Norwalk, Connecticut 


@ Manufacturers of Environmental Test Equipment 
Salt-Spray - Fungus - Cold - Heat - Altitude - Humidity 





CIRCLE 151 ON READER-SERVICE CARD 








A. D. JONES OPTICAL WORKS 


2400 MASSACHUSETTS AVENUE 
CAMBRIDGE 40 MASSACHUSETTS 


TRewbridge 6-3368—3369 


A LIST OF MATERIALS WE FABRICATE 
USED IN OPTICS AND ELECTRONICS 


SAWING GRINDING POLISHING DRILLING 


ALUM INOIUM ANTIMONITE 
ALUMINA INDIUM PHOSPHIDE 
ALUMINUM INDOX 

ANTHRACENE IRON SINGLE CRYSTAL 
ARSENIC TRISULPHIDE LITHIUM FERRITE 
BARIUM TITANATE MAGNETIC PLUMBITE 
BISMUTH 

BRASS 
CARBORUNDUM 
CERAMIC 
COBOLT FERRITE 
COPPER 
*CORNING 707 
*CORNING 7052 


CUPROUS BROMIDE 
FERRITE 


FERROX 
**FLUORIDE, CALCIUM 
**FLUORIDE, LITHIUM 
GALLIUM ANTIMONIDE 
GALLIUM ARSENIDE 


NICKEL OXIDE 
PLATINUM 
POTASSIUM BROMIDE 
*PYREX 
*QUARTZ, CRYSTAL 
**SODIUM CHLORIDE 
**STEE 
STRONTIUM TITANATE 
TEFLON 
TITANIUM DIOXIDE 
*vYCO! 


R 
*X-RAY LEAD GLASS 
ALL TYPES KNOWN GLASS 


GARNET 
GERMANIUM 
GOLD 


* Carried in steck 
** Purchased for orders 
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Industrial Noise Marual 1146 
Information Systems in Documentation 57 
International Radio Tube Encyclopaedia 


Introduction to Electronic Analog 
Computers 1009 ' 
Inverse Feedback 219 


J 


Junction Transistor and Its Applications, 
The 686 
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Linear Network Analysis 850 
Liquid Scintillation Counting 850 


Magnetic Recording Techniques 361 

Mathematical Programming and 
Electrical Networks 1147 

Mathematics and Logic for Digital 
Devices 509 

Messen und Regeln in der Chemischen 
Technik 509 

Microminiaturization of Electronic 
Assemblies 1 





Noise in Electron Devices 850 

Notes on Analog-Digital Conversion 
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Nuclear Chemical Engineering 57 
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101 Ways to Use your VOM and VTM 853 
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Organic Chemistry 1505 
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Philosophy of Space and Time 1147 

Platinum Metals Review 219 

Practical Dictionary of Electricity and 
Electronics, The 1386 
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Proceedings of the Netional Conference 
on Industrial-Hydraulics 1146 
3s Dynamics 57, 36 
Pulse of Radar, Autobiography of Sir 
Robert Watson-Watt 1386 


Recorder Survey: Recording Surfaces and 
Marking Methods i 
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Regulators and Relief Valves 1007 

Research Techniques in Human 


Engineering 13. 
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Sampled-data Control Systems 511 
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Tape Recorder Manual 1386 
Television in Science and Industry 686 
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for Recording 
Instruments 


We offer to the Instrument 
Maker Charts for all methods 
of Recording:. Pen, Ball Point, 
Electrical, Thermal, Pressure 
and Metallic Stylus. 


Uniform accuracy is assured 
through the use of specialized 
equipment operated under 
controlled atmospheric humid- 
ity conditions. 


GUBELMAN 


CHARTS INCORPORATED 
100-6 E. KINNEY ST., NEWARK 5, N. J. 
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The elements of careful design, advanced manu- 
facturing techniques, skilled craftsmanship and 
thorough inspection are all combined in Harco 
harnesses and extension leads. Created to meet 
the exacting demands of thermocouple circuitry, 
Harco harnesses are easier to install, easier to 
maintain and have proven exceptionally durable 
under severe environmental conditions. 


messes 


Both flexible and rigid types are available in a 
wide variety of standard designs and sizes . . . 
in Chromel-Alumel, lron-Constantan (NBS or 
L & N) Copper-Constantan. 
Harco designs special harnesses to meet 
your individual needs. 
Write today for free technical literature 
and the name of your local Harco Factory 
Representative. 


for ELECTRICAL EQUIPMENT 


Laboratory .. Production .. Maintenance 


Voltage Breakdown 
Insulation Leakage 
0.02 mma to 10 ma 


Test Potentials to 30 kv 
Bench HYPOT® Test Sets, a-c and d-c 
models, have outputs to 30 kv. Sep- 
arate 42” meters for test voltage 
and leakage current. Wide selection 
of models. 

Model 424 Bench HYPOT® provides 
0-5000 v d-c. For testing cables, con- 
densers, coils, transformers, motors, 
and assemblies. Measures leakage 
current from 0.1 microampere to 100 
microamperes over four scale ranges. 
Rapid testing of capacitors with out- 

put of 5 milliamperes under short 
circuit. peer from 110-120 v 
50/60 ¢ outlet with 


@ Insulation Materials Tester 


Dielectric strength determined to lab- 
oratory p 
test fixtures for varnishes, porcelain, 
tape, acetate sheet, films, tubing and 
cloth. Write for Bulletin, Model 4501 
HYPOT® Materials Tester. 





@ Insulating Oils Tester 


New portable design, only 42 Ibs., 
for testing insulating oils at point of 
application os well as in the labora- 
tory. Test potential variable from 0 
to 35 kv, with 2 kva rating. Write for 
bulletin Model 4505 HYPOT® Oi! 
Tester. 


@ Measure Resistance 


to FIVE MILLION MEGOHMS 


VIBROTEST® megohmmeters provide 
direct reading measurements to FIVE 
million megohms and higher with 
electronic power supply that elimi- 
nates tedious cranking. Write for bul- 
letin “VIBROTEST". 


@ Teast Electrical Grounds 


VIBROGROUND® measures resist- 
ance to ground of electronic, tele- 
phone, and power equipment. Direct 
reading. Operates from self-con- 
tained battery. Write for Bulletin 
“VIBROGROUND"*, 


Write 








HARCO LABORATORIES, INC. 
79 Olive Street, New Haven, Conn 
CIRCLE 153 ON READER-SERVICE CARD 





high voltage supply. 
plete 


Complete Catalog 


ASSOCIATED Rest AR ( H. 


AACPAQ)S 


3767 W. Belmont Avenue e Chicago 18, Illinois 


CIRCLE 154 ON READER-SERVICE CARD 
February 1960—Instruments & Control Systems—Page 343 





today! 


“10—35.18 


